NIGEA LED 
IP54 Bollard with Opal Diffuser 


Type: A stylish circular bollard emphasizing simple design and high vandal resistance. 
Specification: Diffuser is made of clear PC material. 

Body in extruded aluminium in dark grey finish. 

Luminaire is plastic-wrapped and boxed individually. 


Installation: Flange mounting plate. 
Application: Outdoor. Suitable for many applications including parks, path and side walks, residential areas and public places. 
Overall Luminaire 
dimensions Lifetime output’, Im 
(LxWxH), mm Ta=25°C 

Nigea LED1x700 C413 T840 @165x800 40000 680 9 70+ 4000 4,50 
* Tolerance range for optical and electrical data: +10 % 
Options available on request: NIGEA LED1X700 C413 T840 
T840- Colour temperature 4000K ns e To 
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